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SUB J : CCTV INSTALLATION, CONGEN ISTANBUL 

1 . CONGEN SURVEYED BY TSO, ATHENS, FOR INSTALLATION 
CCTV CAMERA SYSTEM. TSO ADVISED THAT PRESENT 

MARINE SECURITY GUARD DESK IS NOT ADEQUATE HOUSE PROPOSED 
SYSTEM WITH PRESENT EQUIPMENT. TSO STRONGLY RECOMMENDS 
THAT POST HAVE NEW MSG DESK/CONTROL CENTER CONSTRUCTED 
TO HOUSE CCTV UNITS AND ANY FUTURE SECURITY EQUIPMENT. 

2. COSTS FOR NEW MSG DESK AND CCTV INSTALLATION SUPPLIES 
PROVIDED BY POST ARE AS FOLLOWS: 

MSG DESK/CONTROL CENTER: TL 25,520 (US $1713.00) 

CCTV INSTALLATION SUPPLIES PROVIDED BY POST: 

TL 6,900 (US $460.00) 

IMPROVEMENTS TOTAL US $2,)73.00 

3. TSO ADVISES THAT TECHNICAL CENTER WILL HAVE 
CCTV EQUIPMENT AVAILABLE MID-APRIL AND THAT 
INSTALLATION SCHEDULED END OF APRIL. ABOVE RENOVATIONS 
MUST BE COMPLETED BY MID-APRIL. REQUEST FBO FUNDING 

US $2,173 SOONEST TO MEET COMPLETION DATE. EMBASSY, 

ANKARA AND TSO ATHENS, STRONGLY RECOMMEND ABOVE 
INSTALLATION IN LIGHT OF CURRENT STUDENT UNREST AND 
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